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The World in Communication 


Declaration of Conformity 


Herewith we declare that our PMR 446 transceiver: 


Brand: Albrecht Model : Tectalk Office 


corresponds to our Technical Construction Files and Test Reports and is 
conform to all relevant essential requirements of the R&TTE-Directive 
1999/5/EC, issued March 9, 1999. According to Annex Ill of the R&TTE 
Directive the following harmonised standards and essential radio test suites, 
published in the "Official Journal" of the european communities, have been 
used to demonstrate the conformity of the product: 


Radio and Spectrum engineering parameters: EN 300 296-2 V1.1.1 
Electromagnetic Compatibility EMC: 
EN 301 489-01 V1.4.1 , EN 301 489-05 V 1.3.1 
Electrical safety (without application of voltage limits according to Art. 3 
(1) (a) of R&TTE Directive): EN 60 950 


The product is intended to be used in following european (EU and non- 
EU) countries: 


Austria, Belgium, Denmark, Finland, France, Germany, Greece, Hungary, 
Iceland, Ireland, Italy, Luxembourg, Netherlands, Norway, Portugal, Spain, 
Sweden, Switzerland and United Kingdom. 


Company, placing the product on the market: 


Name: ALAN Electronics GmbH 
Address: Daimlerstr. 1 k 
D-63303 Dreieich 
Contact person: Dipl.-Phys. Wolfgang Schnorrenberg 
Date: 28. 04. 2004 


Wolfgang Schnorrenberg 
ALAN Electronics GmbH 


